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2,40 (b) (2) REPEAT 

ATTEMDIMG VETERINAFIIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDrTORSL 

- At the time of the focused inspection iTiefe was a female fennec fox with multiple lesbns that appeared to be 
scretchaa and bite wggnds gn her aare. leh hip and shoulder. Thig. fafirwg fgx ig also thin compared to her gnglosgna 
males. The licansao stated he had rtaard yips and yells Irom this enclosure tiiit had not observed them llghtjn^. 
Jntneated wounds from bites and scratches cause pain and discomfort and can become inlected. This animal must 
be examirtad by a lioanged vaieririar'ian and appropfisle ireatmant adminiatafed. 


Focused inspectiort and e>fit interview conducted with facility representative. 
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